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Section I. INTRODUCTION 


1. Scope 

Thin manual liata repair parts, special tools, test, 
measurement, and diagnostic equipment (TMDE), 
and other support equipment required for operation 
and performance of organizational, direct support, 
general support and depot maintenance of the Air 
Conditioner. 

2. General 

а. Section II - Repair Parts List. A list of re- 
pair parts authorized for use in the performance of 
maintenance. The list also includes parts which 
must be removed for replacement of the authorized 
parts. Parts lists are composed of assembly groups 
in ascending numerical sequence, with the parts in 
each group listed in figure and item number se- 
quence. Bulk materials are listed in NSN sequence, 
as the last group in Section II. 

б. Section III - Special Tools List. Not appli- 
cable. 

c. Section IV • National Stock Number and 
Part Number Index, A list, in ascending numer- 
ical sequence, of all National Stock Numbers ap- 
pearing in the listings, followed by a list, in al- 
phanumeric sequence, of all part numbers 
appearing in the listings. National Stock Number 
and part numbers are ci oss- referenced to each illus- 
tration figure and item number appearance. 

3. Explanation of Columns 

The following provide.s an explanation of col- 
umns found in the tabular listings; 

а. Illustration, This column is divided as fol- 
lows: 

(1) Figure Number, Indicates the figure 
number of the illustration in which the item is 
shown. 

(2) Item Number. The number used to iden- 
tify each item called out in the illustration. 

б. Source, Maintenance, and Recoverability 
Codes (SMR), 

(1) Source Code. Source codes are assigned 
to support items to indicate the manner of acquir- 
ing support items for maintenance, repair, or over- 
haul of each items. Source codes are entered in the 


Code Definition 

PA Item procured and stocked for nnncipult 

known usage 

PB Item procured and Blocked for inBuranoe pui 

because essentiality dictutes (hat a mini 
quantity be available in the supply system 

PC Item procured and stocked and which oth<?i 

would be coded PA except that it is deterior 
in nature 

PD Support item, excluding support equipment 

cured for initial leaue or outfitting and ate 
only for aubsequonl or additional initial isai 
outfittingH Not subject to aiiLom 
replenishment 

PE Supfiort equipment procured ami stocked fo 

tial issue or outfitting to specified mainton 
repair activities 

PF Support equipment whicli will not be stocke 

which will be centrally procured on do mini 

PC Item procured and atockod to provide for 

tained ;iupport for the life of the equipment 
applied to an item peculiar to the equip 
which, because of probable ditt cuntinuan 
shutdown of production facilities, would j 
uneconomical to reproduce at a later time. 

Kl) An item of a depot overliaul/repiiir kit an 

purchased separately. Depot kit defined »<» 
that provides items required at the tune of 
haul or repair. 

KF An item of a maintenance ku and not pmrl 

separately. Maintenance kit defined na i 
that provides on item that can be replaced i 
ganizationa) or intermediate level 
maintenance. 

KB Item Included in botli a depot overhmil/r 

kit and a maintenance kit 

MO Item to be manufactured or fabricated c 

ganizationa! level. 

MF Item to be manufactured or fabricated at t! 

rcct support mainteuunce level 

MH Item to be manufactured or fabricated o 

general support maintenance level. 

MD Item to be manufactured or fabricated a 

depot maintenance level. 

AO Item to be assembled at organizational lev 

AF Item to be assembled at direct support mi 

nance level. 

AH Item to be assembled at general support mi 

nance level 

AD Item to be assembled at depot maintei 

level. 

XA Item is not procured or atocked because tl 

quirements for the item will result in tf 
placement of the next higher assembly. 

XB Item is not procured or stocked If nql ovo 


quirpd, item wiU br procurt-’d ihionf'h nornial 
supply channels. 

NOTE 

CannibaUiation or salvage by bv used us u source of 
supply for any items source coded above except 
those coded CA or XI) 

(2) Maintenance Code. Maintenance codes 
ire assigned to indicate the levels of maintenance 
luthorizcd to use and repair support items. The 
naintnnance codes are entered in the third and 
burth positions of the Uniform SMR Code format 
IS follows: 

(a) The maintenance code entered in the 
.bird position will indicate the lowest maintenance 
evel authorized to remove, replace, and use the sup- 
x)rt item. The maintenance code entered in the 
-bird position will indicate one of the following lev- 
sis of maintenance. 

Cod e Appticali on/Rxplan ntion 

C Crew or operator maintenance performed within 

organizational maintenance 

0 Support item is removed, replaced, used at the 
organizational level. 

1 Support item is removed, replaced, used by the 
direct support element of integrated direct sup- 
port maintenance 

F .Support item is removed, replaced, ti.sed nt the 

direct support level. 

H Support item is removed, replaced, ii.sed at the 

general support level 

D Support Items that are remnved, replaced, used 

at depot, mobile depot, .specialized repair 
activity only. 

NOTE 

Codes ‘T’ and “F” will be considered the .same by di- 
rect support units 

(b) The maintenance code entered in the 
burth position indicates whether the item is to be 
•epaired and identifies the lowest maintenance 
level with the capability to perform complete repair 
li.e., all authorized maintenance functions). This 
position will contain one of the following mainte- 
nance codes: 

Code Applicalinn/Kxplanation 

0 The lowest maintenance level capable of com- 

plete repair of the .support item is the or- 
ganizational level. 

F The lowest maintenance level capable of com 

plete repair of the support item is the direct sup- 
port level. 

H The lowest maintenance level capable of com- 

plete repair of the support item is the general 
support level. 


level. 

L Repair restricted to designated specialized re- 

pair activity. 

Z Nonreparable. No repair ia authorized. 

B No repair is authorized The item may be recon- 

ditioned by adjusting, lubricating, etc., at the 
user level No parts or special tools are procured 
for the inainlenance of this item. 

(3) Recoverability Code. Recoverability 
codes are assigned to support items to indicate the 
disposition action on unserviceable items. The re- 
coverability code is entered in the fifth position of 
the Uniform SMR Code format as follows: 
Recoverability 

Codes Definition 

Z Nonreparabic item When unservicenhk*. cun- 

domn and dispoRC at the level indicated in Pnai- 
tion 3, 

0 Reparable item When unccunomically repota- 

blc, condemn and di.sposo at organizational level 

F Reparable item Wlien uiieconuinically repara- 

ble, condemn and disfiose ot the direct aupporl 
level. 

H Reparable item. When uncconoinicnily repara- 

ble, condemn and diBfxiHe at the general aupport 
level. 

D Reparable item. When beyond lower level repair 

capability, return to depot. Condemnation and 
diepoanl not aulhorizeti below depot level. 

L Reparable item. Ilopair. condemnation, and dis- 

posal not authorized below depot/specialized re- 
pair activity level. 

A Item requires special handling or condemnation 

procedures because of specific reusoris (i.c., pre- 
cious metal content, high dollar value, critical 
material or hazardous material). Refer to appro- 
priate ma nua la/d irecti VOS for specific 
instructions. 

c. National Stock Number. Indicates the Na- 
tional Stock Number assigned to the item and will 
be used for requisitioning purpose.^. 

d. Part Number. Indicate.^ the primary number 
used by the manufacturer which controls the design 
and characteristics of the item by means of its en- 
gineering drawings, specifications standards, and 
inspection requirements to identify an item or 
range of items. 

NOTE 

When a slock numbered item Is requhsitinned, the 

repair part received may have u different port num- 
ber than the part being replaced. 

e. Federal Supply Code for Manufacturer 
(FSCM). The FSCM is a b-digit numeric code listed 
in SB 708-42 which is used to identify the manu- 
facturer, distributor, or Government agency, etc. 


f. Descript ion. Indicates the Federal item 
name and, if required, a minimum description to 
identify the item. Items that are included in kits 
and sets are listed below the name of the kit or set 
with the quantity of each item in the kit or set indi 
cated in the quantity incorporated in unit column. 
When the part to be used differs between serial 
numbers of the same model, the effective serial 
numbers are shown as the last line of the descrip- 
tion. In the Special Tools List, the initial basis of 
issue (BOD appears as the last line in the entry for 
each special tool, TMDE, and support equipment. 
When density of equipments supported exceeds den- 
sity spread indicated in the basis of issue, the total 
authorization is increased accordingly. 

g. Unit of Measure (V/M). Indicates the stan- 
dard of the basic quantity of the listed items as used 
in performin the actual maintenance function. This 
measure is expressed by a two-character alphabet- 
ical abbreviation (e.g., ca, in, pr, etc.). When the 
unit of measure differs from the unit of is.sue, the 
lowest unit of issue that will satisfy the required 
units of measure will be requisitioned. 

h. Quantity Incorporated in Unit. Indicates 
the quantity of the item used in the breakout shown 
on the illustration figure, which is prepared for a 
functional group, subfunctional group, or an assem- 
bly. A “V” appearing in this column in lieu of a 
quantity indicates that no specific quantity is appli- 
cable, (c.g., shims, spacers, etc.). 

4. Special Information 

a. Repair parts kits and ga.sket sets appear as 
the last entries in the repair parts listing for the 
figure in which its parts are listed as repair parts or 
are listed at the end of the repair parts listing for 
the last figure containing parts of the kit. 


6. The following publications pertain to Air C 
ditioner and its components. 

TM 5-4120-362-14 Operational & ' 

ganizational. Direct Sup 
and General Support M 
tenance Manual 

5. How to Locate Repair Parts 

а. When National Stock Number or J 
Number ia Unknown: 

(1) First. Using the table of contents, d< 
mine the assembly group within which the re 
part belongs. This is necessary since illustrat 
are prepared for assembly groups, and listings 
divided into the same groups. 

(2) Second. Find the illustration cove 
the assembly group to which the repair part 
longs. 

(3) Third, Identify the repair parts on th 
lustration and note the illustration figure and i 
number of the repair part. 

(4) Fourth. Using the Repair Parts List 
find the figure and item number noted on the i' 
tration. 

б. When National Stock Number or i 
Number ia Known: 

(1) First. Using the Index of National S 
Numbers and Part Numbers, find the pertinent 
tional Stock Number or Part Number. This ind^ 
in ascending NSN sequence followed by a In 
part numbers in ascending alphanumeric seque 
cross-referenced to the illustration figure nur 
and item number. 

(2) Second. After finding the figure and 
number, locate the figure and item number ir 
repair parts list. 




MlL-R-6130. 


1 

3 

FB02Z 


AM83570 

81343 

POLYimBTHANE FOAM, FLEXIBLE, OPEN 
CELL, MED FLEXIBILITY, 2.5 LB PER 

CU FT, . 25 STOCK 

IN 

V 

1 

it 

PAOZZ 

5305-00-958-6373 

Ma246936Sl 

96906 

SCREW, MACH, FLAT CSX HD, 100*, 

CROSS REC, C8, CAD PL, 

HO. 8-32UHG2A n 5/8 LG 

EA 

25 

1 

5 

XBOZZ 


13216E5880 

97403 

COVER, CENTER, INCLUDES! 

EA 

1 

1 

6 

PAOZZ 


MS27130-S14K 

96906 

NUT, BLIND RIVET, FL HD, OPEN END, 
KEYED, CAD PL, NO, 8-32UNC20 

EA 

10 

1 

? 

PAOZZ 


13216E3791-3 

97403 

RIVET, BLIND 

EA 

11 

1 

8 

XBOZZ 


13216ES882 

97403 

COVER, REAR 

EA 

1 

1 

9 

XfiOZZ 


13220E56O3 

97403 

COVER, ACCESS 

EA 

1 

1 

10 

XBOZZ 


13216E5889 

97403 

LOUVER ASSEMBLY, CONSISTING OF: 

EA 

1 

• 

u 

PAOZZ 

53Q5-OQ-957-78L7 

MS24693-S26 

96906 

SCREW, MACHINE, FLAT CSK HD, 100‘, 
CROSS REC, CS, CAD PL, 

NO. 6-32\mc2A x 3/8 1X5 

EA 

4 

1 

12 

XBOZZ 


13216B5890 

97403 

FRAME, LOUVER 

EA 

1 

1 

13 

XBOZZ 


13216E5893 

97403 

CONNECTING LINK AND ARM 

CONSISTING OF*. 

EA 

1 

a 

\u 

XBOZZ 


13216E6U3-1 

97403 

ARM, LOUVER BUDE 

EA 

5 

■ 

15 

XBOZZ 


13216E6112 

9740 3 

SPACER, SLEEVE 

EA 

5 

1 

16 

XBOZZ 


13216E5894 

97403 

CONNECTING LINK 



1 

17 

PAOZZ 

5310-00-982-6580 

MS27183-1 

96906 

WASHER, FUT-ROUND, STEEL CAD 

PL, 5/64 NOM DIA 

FA 

S 

1 

18 

PAOZZ 


13214E3789-5 

9/403 

RIVET, SEMITUBUUR, OVAL HD, 

STL, 1/16 DIA 

EA 

5 

\ 

19 

PAOZZ 

5310-00-855-1205 

13216E6106-1 

97403 

NUT, PUSH-ON 

EA 

5 

1 

20 

XBOZZ 

2590-00-923-8544 

13216E6107 

97403 

POST, MECHANICAL 

EA 

1 

1 

21 

XBOZZ 


13216E5892 

97403 

PLATE, BEARING 

EA 

1 

1 

22 

XBOZZ 

4130-01-028-6817 

13216E6103-1 

97403 

BEARING, LOUVER PLATE 

EA 

1 

1 

23 

XBOZZ 


132UE589L-1 

97403 

BUDE, LOUVER 

U 

4 

B 

lit 

XBOZZ 


13216E5891-2 

97403 

BUDE, LOUVER 

EA 

1 

B 

25 

PB022 

4130-01-028-6816 

13216E6103-2 

97403 

BEARING, LOUVER BLADE 

EA 

5 

i 

26 

PAOZZ 

5310-00-045-3299 

MS35338-42 

96906 

WASHER, LOCK-SPRING HEL, CS, CAD 
PL, NO. 8 

EA 

22 


6 











FIG. 

NO. 

ITEM 

NO. 

CODE 

NUMBER 

NUMBER 


Usable On Code 

■ 

1 

27 

PAOZ2 

5305-00-984-6194 

MS35206«2A6 

96906 

SCREW, MACH-PAN HD, CROSS REC, C8, 
CAD PL, NO. 8-32UIIC21A x 5/8 LG 

EA 

1 

28 

XBOZZ 


13216E5883 

97403 

GUARD, COTOENSER 

EA 

, 1 

29 

PAOZZ 1 

! 

j 

5325-00-248-6694 

MS27980-1N 

96906 

STUD, MACH SCREW BASE, SNAP, STYLE 
2, BRASS, NICKEL PL, SIZE 1, 

NO. 0-32UNC2A 

EA 

1 

30 

XBOZZ 


13216E5884 

97403 

GUARD, VENTILATION 

BA 

1 

31 

XBOZZ 


13216E5878 

97403 

LOUVER, METAL 

EA 

1 

32 

XBOZZ 


13216E6080-2 

9 7403 

LOUVER WITH FILTER CLIPS 

BA 












CODE 

NUMBER 

NUMBER 


1 Usable On Code 

■ 

Ul 


XBPZZ 


13220E5620 

9 7403 

HOUSING 

EA 

PBOZZ 


13220E562O-46 

97403 

FUSTIC FOAM, UNICELLULAR, SHEET 
FORM, ELASTOMERIC, INSULATION, 
.500 THICK, MIL -P-15280 

IN 

PAOZZ 


U216B6122-1 

97403 

seal, h-channel 

IN 

XBOZZ 


13216E5620-26 

97403 

RUBBER, CELLULAR, CHEMICALLY 
BLOWN, CLOSED CELL, OIL AND 

HAME RES. -MED, MIL-R-6130 

IN 

PAOZZ 

5310-00-865-9818 

J«S1330S04K106 

80205 

NOT, BLIND RIVET, CSK HD, 2NT 
THD, KEYED OPEN END, CS, CAD PL, 
NO. 4-40UNC3B x .106 GRIP 

EA 

PAOZZ 

5310-00-728-5519 

MS21078-4 

96906 

NUT, SELF-LKC, PUTE, TWO LUG, 
NONMETALLIC INSERT, PLAIN HOLES, 
STL, CAD PL, .125 KSl FTU, 250”F, 
l/4-28imjF3R 

FA 

PAOZZ 


MS20470AD3 

96906 

RIVET, SOLID, CSK, 100*, 
PRECISION HD, DIMPLED, AL ALY, 
2117, 3/32 X AR LG 

EA 

PAOZZ 


13214R3791-3 

97403 

RIVET, BLIND, FLUSH, CLOSED END, 
1/8 PIA X AR LG 

EA 

PAOZZ 


MS21078-6 

96906 

NITT, SEl.F-LKG, PIATE, TWO I.OG, 
NON-METALLIC INSERT, PUIN HOLES 
STL, CAD PL, 125 KSI FTU, 250‘’F, 
3/8-24UNJF3B 

EA 

PAOZZ 


13214E3791-4 

97403 

RIVET, BLIND, CSK, CLOSED END, 
1/8 DIA X 3/8 LG 

EA 

PAOZZ 


13214E4539-4 

97403 

NUT, SELF-LKG, PIATE, ONE LUG, 
STL, CAD PL, 1/4-28 

EA 

PAOZZ 


NAS1330S08K161 

80205 

NVr, BLIND RIVET, CSK HD, INT 
THD, KEYED, OPEN END, CS, CAD 

PL, NO. 8-32UNC3BX .151 GRIP 

EA 

PAOZZ 

5310-00-616-2589 

KAS1330S08K106 

80205 

NUT, BLIND RIVET, CSK HD, INT 
THD, KEYED, OPEN END, CS, CAD 

PL, NO. 8-32UNCB x .106 GRIP 

EA 

PAOZZ 


NAS1330SO6KIO6 


NUT, BLIND RIVET, CSK HD, INT 
THD, KEYED, OPEN END, C5, CAD 

PL, NO. 6-32UNC3BX .106 GRIP 

EA 

PAOZZ 


13214E3789-2 


RIVET, BLIND, DOMED HD, CLOSED 
END, 1/8 NOM DIA 

EA 

PAOZZ 


13216E6098 

97403 

HANDLE 

EA 

PAOZZ 


MS27130-S14K 

96906 

NUT, BLIND RIVET, FUT HD, OPEN 
END, KEYED, STL, CAD PL, 

NO. 8-32UNC3B 

EA 

PBOZZ 


AMS 35 70 

81343 

FLEXIBLE POLYURETHANE, FOAM, 

OPEN CELL, MED FLEXIBILITY; 

2-1/2 LB CU FT, .375 THK 

IN 
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CODE 

NATIONAL 




FIG, 

NO. 

ITEM 

NO. 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 

3 

1 

PAOZZ 

5340-00-726-9819 

MS21919DG3 

96906 

CLAMP, CUSHIONED, SUPPORT, LOOP- 
TYPE, AIRCRAFT, AL ALY, NON-FUEL 
RES, 3/16 NW TUBE OD 

3 

2 

PAOZZ 

5310-00-045-3299 

MS35338-42 

96906 

WASHER, LOCK-SPRING, HELICAL, REG 
SER, CS, CAD PL, NO. 8 NOM SIZE 

3 

3 

PAOZZ 

5305-00-984-6194 

MS 35206- 246 

96906 

SCREW, MACH-PAN HD, CROSS REC, CS, 
CAD PL, NO. 8-32UNC2A x 5/8 LG 

3 

4 

PAOZZ 

4130-00-448-3227 

132I6E6108-3 

97403 

CONTROL ASSEMBLY, PUSH-PULL, 

20,66 LG 

3 

5 

XBOZZ 

5340-00-923-8544 

13216E6107 

97403 

POST, MECHANICAL 

3 

6 

XBOZZ 


13216E5922 

97403 

PUTE, LOCKING 


Figure 3. Frame and Casing -Push-Pull Controls 













3/8 l.G 


3 

9 

XBOZZ 


13216E6093-2 

97403 

POST, MECHANICAL 

EA 

3 

10 

PAOZZ 

5310-00-081-8087 

HS21044N06 

96906 

MUT, SELF LKG, HEX, REG HOT, 
250'F, STL, CAD PL, 

NO. 6-32UHC3B 

EA 

3 

U 

XBOZZ 


13216E5888 

97403 

COVER, VEOTILATION 

EA 

3 

12 

PBOZZ 


13216B6096 

97403 

OEAKING, SLEEVE 

EA 

3 

13 

XBOZZ 


13216E588? 

97403 

DAMPER, VENTILATIOll 

EA 

3 

14 

PAOZZ 

305-00-965-5882 

MS24693S52 

96906 

SCREW, MACH, FXAT CSK HO, 100"’, 
CROSS REC, CS, CAD PL, 

NO. 8-32UNC2A x 3/4 LG 

PA 

3 

15 

XBOZZ 


13216E6159-3 

97403 

POST, SPACER, .41 LG 

FA 

3 

16 

PAOZZ 

5310-00-934-9757 

MS35649-282 

96906 

NUT, PIJMN, HEX, MACH SCREW, CS, 
CAD PL, NO. 8-32irNC2B 

EA 

3 

U 

PAOZZ 


13216E6108-4 

97403 

CONTROL ASSEMBLY, PUSH-PULL, 

20.66 1X3 

EA 

3 

la 

PAOZZ 


13216B6096 

9740 3 

BEARING, SLEEVE 

EA 

3 

19 

PAOZZ 

5305-00-965-5879 

MS2469 3S275 

96906 

SCREW, MACH, FLAT CSK HD, 100* , 
CROSS RFC, CS CAD PLN, 

NO. 10-32UNF2A x 7/8 TX3 

EA 

3 

20 

XBOZZ 


13216E6092-2 

97403 

ACTUATOR, VENTUATOR DAMPER (.75) 
INCLUDES: 

FA 

3 

21 

PAOZZ 

5310-00-917-8592 

MS27130-S14 

96906 

RIVNUT, NO. 8-32 

FA 

3 

22 

XBOZZ 


13218E7512 

97403 

RETAINING RING 

EA 

3 

23 

XBOZZ 

5310-00-068-0054 

MS75044-1 

96906 

SPRING, BELLEVILLE, CRES. NICKEL 

PL, 204 HOLE DIA x .0*8 THK 

EA 

3 

24 

PAOZZ 

5310-00-877-5797 

MS21044N3 

96906 

NUT, SELF- LKG, HEX, REG MGT, 250*F 
STL, CAD PL, NO. 10-37.UN1 3B 

KA 

3 

25 

XBOZZ 


13216E5919 

97403 

PLATE, LOCKING 

EA 

3 

26 

PAOZZ 

5305-00-958-6373 

MS24693S51 

96906 

SCREW, MACH, FIAT CSK HD, 100“, 
CROSS REC, CS, CAD PL, 

NO. 8-32UNC2A-X 5/8 LG 

EA 

3 

27 

PAOZZ 

5340-01-042-5759 

132I6E6137 

97403 

MOUNT, RESILIENT 

EA 

3 

28 

PAOZZ 


13216B6153 

97403 

TUBE, ELASTCMER3C 

EA 

3 

29 

PAOZZ 


13216E6152 

97403 

SPACER 

EA 

3 

30 

PAOZZ 

5310-00-566-9504 

13216E6138-2 

97403 

WASHER, . 38 MIN ID 

EA 

3 

31 

PAOZZ 

5305-00-269-2807 

MS90726-64 

96906 

SCREW, CAP, HEX HD, MED CS, CAD 

PL, 3/a-24UNF2A x 1-1/2 LG 

EA 



ILLUSTRATION 


FSCM 


DESCRIPTION 


FIG. 

NO. 


ITEM 

NO. 


SMR 

CODE 


PAOZ?. 

PAOZ2 

PAOZZ 
PBOZ2 
PA 02 2 
PAOZZ 
PAOZZ 
PAOZZ 

PAOZZ 


5305-00-98/4-6195 

5310-00-045-3299 

5310-00-821-2366 

53/45-00-286- 7034 
5325-00-276-4946 
3325-00-276-4953 
3325-00-231-6589 


NATIONAL 

STOCK 

NUMBER 


MS35206-247 

'MS35338-41 

13214E3469 

13216E5885 

1321685885-1 

MS27980-6N 

MS27980-1N 

13216E5885-5 

13216E5885-4 


PART 

NUMBER 


96906 

96906 

97403 

97403 

97403 

96906 

96906 

97403 

97403 


Usable Oh Code 


SCREW, MACH-PAN KD, CROSS REC, 

CS, CAD PL, NO. 8-32UNC2A X 3/4 LG 

WASHER, LOCK- SPRING, HELICAL, CAD 
PL, NO. 8 

WASHER, FIAT 

COVER, FABRIC, MANUFACTURE FROM 
COVER, CANVAS 

FASTENER, SNAP, STYLE 2, SOCKET 

FASTENER, SNAP, STYLE 2, BUTTON 

GROMMET, METALLIC, BRASS, PLAIN, 
WITH WASHER, SIZE 0, MIL -G- 16491 

TIE STRAP, WEBBING, NYLON, 
IMPREGNATED, 12 IN LG, 
MIL-W-27265 


IJ 'M 


EA 

EA 

FA 

EA 

FA 

EA 

EA 

EA 

EA 













CODE, 

NUMBER 1 

NUMBER 

1 

Usable On Code 

XBOZZ 

! 

MlL-P-514 

813^9 ! 

PLATE, IDENTIFICATION 

PX02Z 

5320-00-932-1972 

13214E3789 

97403 1 

RIVET, BI.IND, 1/8 DLA 

XBOZZ 


13218E6958 

97403 

PLATE, INSTRUCTION, LP CHARGING 
VALVE 

XBOZZ 


13218E6957 

97403 ^ 

PLATE, INSTRUCTION, HP CHARGING 
VALVE 

XBOZZ 


13218E7517 

97403 

PLATE, FLUID DIAGRAM, REFRIGERA- 
TION 

XBOZZ 


13218B7531 

97403 

PLATE, WIRING DIAGRAM, ELECTRICAL 

XBOZZ 

9905-00-183-6662 

13216E60e9 

97403 

PLATE, INSTRUCTION, VENTllATIOH 

XBOZZ 

9905-00-183-6664 

13216E6090 

97403 

PLATE, INSTRUCTION, VENTILATION 

XBOZZ 


ll3220B6839 

1 97403 

PUTE, INSTRUCTION, LOW TEMPERA- 
TURE STARTING 

XBOZZ 

i 

13218E6959 

97403 

PLATE, INSTRUCTION, CAUTION, 

GROUND 

XBOZZ 


13218E754.8 

97403 

PLATE, danger 









ILLUSTRATION 


FIG, ITEM 
NO. NO. 



NATIONAL 

STOCK 

NUMBER 


PART 

NUMBER 



DESCRIPTION 


Usable On Code 


GROW 02 ELECTRICAL COMPONENTS 


SCREW, MACH-PAN HD, CROSS-REC, CS, 
CAD PI., NO. A-^0 X 7/8 LG 


WASIER, LOCK-SPRING, HELICAL, REG 
SER, CS, CAD PL, NO. 8 


SCREW, MACH-PAN HD, CROSS REC, CS, 
CAD PL, NO. 8-321INC2A x 5/8 LG 


WIRING HARNESS 


TERMINAL LUG, CRIMP STYLE, COP, 
INS, CL I, 22-18 AWG, NO. 8 
STUD SIZE, RED 


TERMINAL LUG, NO. 22-18APG 


WIRE, EIJEC, 600 V, COP, lOS'C, 
NO. 20 AWG 


STRAP, CABLE, ADJ, SELF -CLINCH- 
ING 


TRANSFORMER, PCWER, STEP DCWH 


CAPACITOR, CERAMIC, FIXED, 
10,000 llOpf 


RECTIFIER, SEMICONDUCTOR DEVICE 


CAPACITOR, FIXED, MYLAR FILM, 
.056mf ±10%, 400 VDC 
RESISTOR, WIRBWOUND, 10 OHM, 

15 WATT 

STRAP, TIEDOWN, SELF -CLINCHING, 
TYPE I, CUSS I, 8 MAX , NYLON, 
CLR, NAT 

















FIG. 

NO. 

ITEM 

NO. 

SMR 

CODE 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 

Usable On Code 

7 


PB0F7, 

4130-01-0^8-5563 

13218E7529 

97403 

electrical cokponents, control 

MODULE, CON81STING OF: 

7 

1 

PA07.Z 

)310-00-934-9757 

^835649-282 

96906 

NUT, PUIN, HEX, MACH, CS, 

CAD PL, NO. 8-32UNC2B 

7 

2 

PAOZZ 

»310-00-559-0070 

^835338-38 

96906 

WASHER, LOCK, HF.LICAL, CS, CAD 

PL, NO. 8 

7 

3 

PAOZZ 

3310-00-809-8544 

MS27183-7 

96906 

WASHER, FLA, CS, CAD PL, .188 

ID X . J75 OD X .049 T!!K 

7 

4 

PAOZZ 

3305-00-063-3503 

MS24693S50 

96906 

SCREW, FUT, CSK HD, 100", 

CROSS REC, CS, CAD PL, 

NO. 8-32UNC2A x 1/2 LC 

7 

5 

XBFZZ 


13216B6198 

97403 

FRAME, NOUm’INC, CONTROL WODUI.E, 
INCLUDES: 

7 

6 

PAOZZ 


HAS1330S04K81 

96906 

NUT, BLIND RIVET, CSK HD, 

OPEN END, KEYED, NO. 

NO. 4-40UNC2B 


7 

PAOZZ 

5303-00-837-3343 

HS24693S28 

96906 

SCREW, MACH, FUT CSK UD, 100", 
CROSS REC, CS, CAD PL, 

NO. 6-32UNC2A x 7/16 LG 

7 

8 

PAOZZ 

5310-00-983-8483 

MS27183-5 

96906 

WASHER, FL-RD, CS, CJVD PL, 

.156ID X .312 OD x .035 THK 

7 

9 

PAOZZ 

5305-00-957-7820 

^824693831 

96906 

SCREW, MACH, FLAT CSK HD, 100®, 
CROSS REC, CS, CAD PL, 

NO. 6-32UNC2A x 7/8 IXJ 

7 

10 

PAOZZ 

5305-00-460-4589 

MS2109 3-0619 

96906 

SCREW, SELF LKG, 250"K, CS, CAD 
PL, 100®, FIAT HD, CROSS RL'C, 

NO. 6-32UNC2A x .312 LG 

7 

11 

XBOZZ 


13216E6199-1 

97403 

POST, 3.500 LG 

7 

12 

PAOZZ 

5310-00-081-8087 

MS21044N06 

96906 

NUT, SELF-LKG, HEX, REG HGT, 
250®F, STL, CAD PL, 

NO. 6-32UNC3B 

7 

13 

PAOZZ 

5310-00-983-8483 

MS27183-5 

96906 

WASHER FLAT-RD, CS, CAD PL, 

.156 ID X .312 on X .035 THK 

7 

H 

PAOZZ 

5930-00-482-5774 

13216E6203-1 

97403 

SWITCH, TEMPERATURE CONTROL, 

4.12 DIM A 

7 

15 

PAOZZ 

5930-00-482-2385 

13216E6200 

97403 

SWITCH, TOGGLE 

7 

16 

PAOZZ 

5930-00-236-2351 

13216E6201 

97403 

SWITCH, ROTARY 

7 

17 

PAOZZ 

5925-00-236-2349 

13216B6205-7 

97403 

CIRCUIT BREAKER 

7 

18 

XBOZZ 


13216E6196-2 

97403 

PUTE, MOUNTING, CONTROL MODULE 

7 

19 

PAOZZ 

5310-00-983-8483 

^827183-5 

96906 

WASHER, HAT-RD, CAD PL, .156 ID 

X .312 on X .035 THK 

7 

20 

PAOZZ 

5305-00-865-3895 

MS21090-0621 

96906 

SCREW, SELF LKG, 250®F, CS, CAD 
PL, PAN HD, CROSS REC, 

NO. 6-32UNC2A x .312 LG 


ini 


NATIONAL 

STOCK 

NUMBER 



PART 

NUMBER 


FSCM 


description 

Usable On Code 


U/M 


QTY 

INC 

IN 

UNIT 


5355-00-470-1698 

5305-00-851-2287 


I3216B6207 

hS5l023-18 


8325-00-185-0012 M35489-35 


5305-00-959-4743 M24693S5 


13216B6197.2 


3216E6202 
f 325-00-286-6047 ^835489-15 


1355-00-556-0145 HB91328-IK2B 


|5335-00-051-9146 rt825167PiB 
1321686189-3 


5999-00-914-2318 1321686191-2 
5145-00-578-6605 W086-2-16-9 


97403 

96906 


96906 


96906 


97403 


97403 

96906 


96906 


96906 

97403 


1321686189-4 


97403 

81349 


5999-00-914^23J8 

K50.6.2.U., 


1321686199-5 


pW^)0.n4.23l8 1321686191-2 
U5-00-578-6605 K5086.2-16-9 


«lS»-Ol^jj.,75, 13J1SB4189.1 


>«O-O0.537.l«j, HsaoM-U, 


97403 


97403 

81349 


97403 


97403 

81349 


97403 


97403 

96906 


KNOB, CONNECTOR 


SETSCREW, IIBX SOC, CUP PT, ORES 
PASS, NO. 4-48UNF2A x 1/8 LG ’ 


GROMMET, RUBBER, HOT OIL AND 
COOLAtn* RES, 1/0 GROOVE W x 7/16 
GROOVE DIA X 1/4 HOLE DIA 


SCREW, MACH, H^T CSK HD. 100" 
CROSS REC, CS, CAD PL, ’ 

HO. 4-40UNC2A X 7/16 LG 


PUTE, DESIGNATION, CONTROL 
MODULE 


COVER, CONTROL MODULE 


EA 

EA 


EA 


EA 


EA 


SPLIT, GENERAL 


PWSTIC, SKIRTED 
“OLE DIAM, 

BEACK, NO, 4-40UNC3A 


SMAU.. W/0 SKm, 

plastic, buck 


lead, Er,ECTRICAL, SI-2C TO S2-A? 
manufacture PROM : ™ S2 A2, 


terminal lug, no. 16-14 WIRE 


WIRE, ELEC, 600 V C(H*. 
aircraft I05"C, TYPE TT 
HO. 16 AWG » 


EA 

EA 


EA 


EA 


EA 


J^i5»,!BECTRICAL SI-2B TO 82-B2 

manufacture FROM; 


terminal lug, no. 16-14 WIRE 


I^TRB, elec, 600 V. COP 




terminal lug, no. 16-14 WOK 


elec, 600 V COP 
aircraft, 105-C. nPE {l. 


BA 


BA 

IN 


BA 


EA 

IN 


manufacture PROM: 


TntMINU, wo, NO, 22-18 WIM 


“I® smE. COE 


BA 


BA 

EA 


HG. 

MO. 

ITEM 

NO. 

iomr\ 

CODE 

O 1 

NUMBER 

NUMBER 


JJtLOUKJPi lUIN 

Usable On Code 

7 

42 

PAOZZ 

5145-00-851-8505 

M5086-2-20-9 

81349 

WIRE, ELEC, 600 V, COP, 
AIRCRAFT, lOS^C, TYPE H, 

NO. 20 AWG 

7 

43 

MOOZZ 


13216B6189-2 

97403 

LEAD, ELECTRICAL Sl-ll TO S3-1 
MANUFACTURE FROM: 

7 

44 

PAOZZ 

5940-00-948-9686 

U216E6191-1 

9 740 3 

TERMINAL LUG, NO. 22-18 WIRE 

7 

45 

PAOZZ 

5940-00-557-1629 

MS25036-149 

96906 

TERMINAL LUG, CRIMP STYLE, 

COP, INS., CLASS I, NO. 22-18 
AWG, NO. 8 STUD SIZE 

7 

46 

PAOZZ 


K5086-2-20-9 

81349 

WIRE, ELEC, 600 V,COP, 
AIRCRAFT, lOS^C, TYPE II, 

NO. 20 AWG 

7 

47 

MFOZZ 


13216E6208 

97403 

CONNECTOR, WITH LEADS 
MANUFACTURE FROM: 

7 

48 

PAOZZ 


13216E6191-1 

97403 

TERMINAL LUG, NO. 22-18 AWG 

7 

49 

PAOZZ 


M5086-2-20-9 

81349 

WERE, ELEC, 600 V, COP, 105*0 
NO. 20 AWG 

7 

50 

PAOZZ 

6145-00-578-6602 

M5086-2-18-9 

81349 

WIRE, ELEC, 600 V, COP, 105"C 
NO. 18 AWG 

7 

51 

PAOZZ 


K5086-2-16-9 

81349 

WIRE, ELEC, 600 V, COP, 105*0 
NO. 16 AWG 

7 

52 

PAOZZ 


^5086-2-12-9 

81349 

WIRE, ELEC, 600 w, COP, 105*C 
NO. 12 AWG 

7 

53 

PAOZZ 


13216E6191-3 

97403 

TERMINAL LUG, NO. 12-10 AWG 

7 

54 

PAOZZ 


13216E6191-2 

97403 

TERMINAL LUG, NO. 16-14 AWG 

7 

. 55 

PAOZZ 


13216E6209-2 

97403 

CONNECTOR, PLUG, ELEC 

7 

56 

PAOZZ 


13216E6192 

97403 

TERMINAL, QUICK DISCONNECT 

7 

57 

PAOZZ 

5940-00-557-1629 

^825036-149 

96906 

TERMINAL LUG, CRIMP STYLE, 

COP, INS, CLASS I, NO. 22-18 
AWG, NO. 8 STUD SIZE 

7 

58 

PAOZZ 

5940-00-143-4774 

MS250 36-153 

96906 

TERMINAL LUG, CRIMP STYLE, 

COP. INS, CLASS I, NO. 16-14 
AWG, NO, 6 STUD SIZE 

7 

59 

XBOZZ 


13216E6159-11 

9740 3 

POST, SPACER 

■ 

60 

PAOZZ 


MS21919DG2 

96906 

CLAMP, CUSHIONED, SUPPORT, LOOP 
TYPE, AIRCRAFT, AL ALY, 1/8 NOK 
TUBE DIAM 

1 

61 

PAOZZ 


MS35206-245 

96906 

SCREW, MACH-PAN HD, CROSS REG, 
CS, CAD PL, NO. 8-32UNC2A x 1/2 
LG 

1 

62 

PAOZZ 

5310-00-045-3299 

MS 35338-42 

96906 

WASHER, LOCK-SPRING, HELICAL, 

REG SER, CS, CAD PL. NO. 8 

NOM SIZE 

■ 

63 

PAOZZ 

5340-00-543-4394 

MS21919DG6 

96906 

CLAMP, CUSHIONED, SUPPORT, LOOP- 
TYPE, AIRCRAFT, AL ALY, NON-FUEL 











1 W 


ILLUSTRATION 

SMR 

CODE 

NATIONAL 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 

Uaable On Code 

1 

FIG. 

NO. 

ITEM 

NO. 

8 

1 

PAOZZ 

5945-00-482-5770 

13216E61B4 

97403 

RELAY, ARMATURE, ll PIN 

EA 

6 

2 

XBOZZ 


13216E5929 

97403 

BRACKET, ARMATURE RELAY 

BA 

8 

3 

PAOZZ 

5310-00-983-8483 

HS27183-5 

96906 

WASHER, FUT-RD, CS, CAD Pt, 

.156 ID X .312 OD x .035 THK, 

BA 

8 

U 

PAOZZ 

5310-00-081-8087 

M821044N06 

96906 

KUT, SELF-LkC, HEX, REG HGT, 

250*F, STL, CAD PL, NO. 6-32 

NO. 6-32VNC3D 

BA 

8 

5 

PAOZZ 

5945-00-5A9-6348 

M924192-01 

96906 

RELAY, 25 AMP, 3PST , NORMALLY 

OPEN, CLASS A5, UNSEALED, 

28 VDC 

EA 

8 

6 

PAOZZ 

5310-00-917-6365 

MS90724-29 

96906 

NUT, PLAT, SIKET SPRING, U-TYPE, 
NO. 8-32, 

£A 

8 

7 

PAOZZ 

5310-00-809-8544 

MS27183-7 

96906 

WASHER, FLAT-RD, CS, CAD PL, 

.187 ID X .375 OD x .049 THK 

EA 

8 

a 

PAOZZ 

5305-00-984-6193 

MS35206-245 

96906 

SCREW, MACH-PAN Iffl, CROSS-REC, 

CS, CAD PL, NO. 10-32UNF2A x 

1/2 LG 

EA 

8 

9 

XBOZZ 


13216E6232 

97403 

TERMINAL BOARD 

EA 

8 

LO 

PAOZZ 

5310-00-811-3494 

MS21044N08 

96906 

, NUT, SELF-LKG, HEX, RF.G HT, 

250‘'F, STL, CAD PL, 

NO. 8-32UNC3B 

FA 

8 

11 

XBOZZ 


13216E6221-3 

97403 

MARKER STRIP 

EA 

a 

12 

PAOZZ 

■5305-00-957-7806 

i 

If 

MS24693S273 

96906 

SCREW, MACH, FLAT CSK HD, 100“, 
CROSS REC, CS, CAD PL, 

NO. 10-32UNC2> x 5/0 LG 

EA 

8 

13 

PAOZZ 

15340-00-106-0553 

MS21919DG14 

96906 

CLAMP, CUSHIONED, SUPPORT, 
LOOP-TYPE, AIRCRAFT, AL ALY, 

3/4 NW TUBE DIA 

EA 

8 

14 

PAOZZ 

5310-00-823-8804 

HS27183-9 

96906 

WASHER, FIAT-RD, CS, CAD PL, 

.259 ID X .562 OD x .049 THK 

EA 

8 

15 

PAOZZ 

5310-00-877-5797 

MS 2 104 4N 3 

96906 

NUT, SF.LP-LKG, HEX, REG HGT, 

250'’F, STL, CAD PL, 

NO. 10-32UNF3B 

EA 

8 

16 

PAOZZ 

5305-00-957-7821 

MS24693S54 

96906 

SCREW, MACH, FLAT CSK HD, 100“ , 
CROSS REC, CS, CAD PL, 

NO. 8-32UNC2A x L LG 

FA 

8 

17 

PAOZZ 

5305-00-965-5882 

MS24693S52 

96906 

SCREW, MACH, FLAT CSK HD, 100“ , 
CROSS REC, CS, CivD PL, 

NO. 8- 32 UNC2A x 3/4 LG 

EA 











sntATios 

SMR 

national 

STOCK 

PART 

vaMBER 

FSCM 

DK^SCHIPI'ION’ 


etem 

k:A 

CODE 



(iNaltli' { )n ( ‘iKlt' 


— ^ 



liS 21042 -04 

96906 

Niri’, fiPl.K i.Ki;, 4'.o"K, km; 10 X, 

a 

IS 

P/02Z 

5310-00'811-<i^19 

Rp(; »rr, Kiw; ha:;k, non < kh;;, 

<550 I'l,, ht). 4*4(>IINM:ift 






J310*00-950-1310 


96906 

WAKUPK, MAI WO, <-S, »AH 

, “ 

I 

PA02Z 

><82 7183-4 

. 125 10 X M2 00 X 0 VHK 

' - 

: *■' 

PA02Z 

S330-00-508-0753 

‘1S52000-6 

96906 

JA.'iKP.T, Hiinn^iK, sywihmm:, 

1 1/5 X 011 THK « 1 l.*5 in 

a 

f 

21 

XB02Z 

9905-00-183-6658 

n2l6E6l 79 

97400 

pun-;, IHliKiNATloN, 

OMKHSURK KP.SKT 

; , 


XBOZZ 

9905-00-183-6659 

L3216E6180 

97403 

I'lATV;, OKillcKATinil, » iW 

PHP.HtiimK HP.SKT 

•: 

j 


XBOZZ 


13216E5926 

97403 

I'MTK, ORSIUNATION, PiWKH AMU 

t 





CIHCOIT UMKAKKK 

t 

i 

*•4 

XBOZZ 

S935-00-500-5008 

1S2504 3-18D 

96906 

COVKR, M.KC, CdKNKCftiR, 

RKCRPI'ACI.K AN CPU;, 

} 

t 






StV.E IH, l-WH-lH m;R2« 

\ 

i 

2b 

PA02Z 

305-00-983- 6730 

1S35206-218 

96906 

8CHRM, HAni-PAW HU, riUI*.!i MPC, 

C8, CAU I'l., NO, 4-40HN<:M k 5/« 

u; 

1 ! 

i . i 

; . ! 

1 - j 

:t 

XBOZZ 


13216E5925 

97403 

junction box 

27 

PAOZZ 

5925-OO-A 06-9633 

L3216E6178-1 

97403 

ctkcurr brkakkh 

2S 

PA 022 

5305-00-837-3343 

HS24693S28 

96906 

SCHKW, HACli, PUT CHK llli, lUO' , 
CnoSB RRC, CH, atl I'l., 

no.6-j2iin(:?a X 1/2 u; 

1 ' 

1 

je « 

29 

PAOZZ 

5310-00-045-3299 

MS35338-42 

96906 

WA.9HKR, I.<X:k-.S|'HIN(;, til l. ((At., 

1 i 






c;s, CAD t'l., NO. 8 NOM Nl/K 

J : 1 

30 

31 

PAOZZ 

5310-00-934-975’ 

MS35649-2a2 

96906 

mrr, puin, hkx, hach, c.h, 

CAD PI,, NO. 8-32 IfNCZH 

^ 1 
1 3 I 

PAOZZ 

5305-00-984-6194 

MS35206-2A6 

96906 

SCREW, MACH-PAN IID, CRo.'IJi HHC.CIi, 
CAD PI., NO. 6-32UNa2A X 5/H u; 



32 

PAOZZ 

5945-00-007-7669 

13216E6182-3 

97403 

REiay, time, dkiay 

1 a 

: 

33 

XBOZZ 


13216E6189-10 

97403 

LEAD, Bl.RC'fRICAI., 2.00 Ul 

» 

3>Jt 

?AOZZ 

5310-00-167-0832 

AN960-6L 

88044 

M68HBR, PLAT, LIGHT fiKR, CS, 

i 

! 

i 






CAD PL, .149 ID X ,016 THK 





M0022 


^ I PAOZZ 


PAOZZ 5305-00-063.3503 MS34693S50 96906 

13216E6189-6 97403 

'55«-00.U3.„„ «s25036-153 ,*,06 

m33jeu3.00.5r8.e.03 H5036.3.U.3 au4, 

5310-00-984^993 h„ 5206.232 ,„„e 


I PAOZ2 


PAOZ2J53IO-OO-O45-4OO7I 

' MOOZzj 

•2Z 5999-00-914-23181 

22 5940-00-143,477^1 


IN 


HS35338.41 9^906 

13216E6189.7 97403 

'l32l6E6i91-2 
HS25036-153 


10 


|paOZz|6145-oo-578-6605| 


«5086-2-16-, 81349 


PA022 5930.00. 13216E6224 

MOOZZ 97403 


OEVIOES^ OTAMino AND PROTECTIVE 


«0. 8-320ic2A’.“?2 

2.0o’lJ^*'^’**“''’ ®5-4 to S6-2, I EA 

manufacture FROM; 

IZZsft- COP, 

"O- 16-16 AWG, no. 8 STUD SIZE 
w^, azc, 600 V. COP 
XO. 16 *io ^ 

S."i &»*»“• 

^EAD, aECTRICAL Sfi 
18:00 LG * 2 ^0 rB2-9, 

manufacture prch. 

IXXMINAE LUO. uo. 16-14 WIRE R* 

“5W OT^. COP. KA 

XO. 8 stud sizr’ *"C' 

XM, ELEC, 600 V COP 


IN 


15 


5999-00-9X4-2318 
'5940-00-143-4774 

PAOZZ 16145-00-578-6605 


XBOZZ 


97403 SWITCH rm, 

132I6E6le,-, ®»«06TATIC 

’'603 lead. PTpm«.... 


13216E619I-2 9,403 

MS25036.I53 94906 

M5086-2-I6-9 8I349 


I 

jl3216E5924 ,,403 


18:00 2®CTRICAL. S6-2 to TB2-7, 

manufacture PROM: 

terminal lug No ^e. tj 

NO. 16-14 WIRE 

ix^’oA^ss'^; 

SC“lo‘?“,VcP 

MO. 16 AWG ® 

^A^^T, THERMOSTATIC SWITCH 


ILLUSTRATION 


NATIONAL 


, SMR STOCK 
FIG. ITEM CODE NUMBER 
NO. NO. 


9 17 MOOZZ 


9 18 PAOEZ 


PART 

NUMBER 




9 19 PAOZZ 


9 20 PAOZZ 


DESCRIPTION 

Usable On Code 


LEAD, ELECTRICAL S6-1 to TR2-8, 
18:00 LG 

MANUFACTURE FROM: 


TERMINAL LUG, CRIMP STYXX, COP, EA 
INS, CLASS I, NO. 16-lA AWG, 

NO. 8 STUD SIZE 

WIRF., BLEC, 600 V, COP, 

AIRCRAFT, 105 “C, TYPF. II, 

16 AWG 

TERMINAL LUG, NO. L6-1A WIRE 












NATIONAL 

SMR STOCK 

fig, item code number 

NO. NO. 



PART 

NUMBER 



PAOZZ 5930-00-482-5780 13216E6225 97403 

PAOZZ 5935-00-849-1713 MS3106R16-10P 96906 


DESCRIPTION 


Usable On Code 


QTY 
U/M INC 
IN 
UNIT 


SWITCH, THERMOSTATIC, WITH 
CONNECTOR 
CONSISTING OF: 

CONNECTOR, PLUG, ELEC, STRAIGHT EA 
ENVIRONMENT RES, SHELL 
SIZE 16, 3 PIN CONTACT 


PAOZZ 5930-00-482-2386 13216E6217 97403 

^7403 SWITCH, THERMOSTATIC 

PAOZZ 5310-00-045-4007 MS35338-41 96906 

PAOZZ 5305-00-889-3000 HS35206-230 96906 


WASHER, LOCK-SPRING, HELICAL. 
REG SER, CS, CAD PL. 

NO. 6 NOM SIZE 

SCREW, MACH-PAN HD, CROSS REC, 
CS, CAD PL, NO. 6-32UNC2A x 1/2 

Ia} 



2 











ILLUSTRATION 


FIG. ITEM 
NO. NO. 


NATIONAL 

STOCK 

NUMBER 


PART 

NUMBER 


FSCM 

DESCRIPTION 

Usable On Code 

U/M 

■ 

96906 

SCREW, MACU, FIwAT CSK HO, 100“, 
CROSS REC, CS, CAD PL, NO 

NO. 6-32UNC2A x 1/2 LG 

EA 

9?<'.03 

SWITCH, PRESSURE, 15 PSXG 

EA 

97/*03 

GROMMET, RUBBER 

EA 

97 / 4 O 3 

SWITCH, PRESSURE, AAS PSIG 

EA 

96906 

WASHER, LOCK- SPRING, JIELICAL, 

REG SRR, CS, CAD PL, 

EA 

96906 

SCREW, CAP, SOC HD, HEX, AL STL, 
CAD PL, NO. 6-32 UNC3A X 1/2 LG 

EA 









LUSTRATION 

SMR 

CODE 

NATIONAL 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 

Usable On Code 

U/M 

QTY 

me 

IN 

UNIT 

IG. 

to. 

ITEM 

NO. 







GROUP 04 umiNG 


■1 

2 

1 

HP02Z 


13220E5607 

97403 

JUNCTION BOX WIRING HARNESS 
MANUFACTURE FROM: 

EA 

■ 

2 

2 

PAOZZ 

5935-00-838-3860 

MS3100R-ia-llP 

96906 

CONNECTOR, BRCP, ELEC, WALL 

JfTG, ENVIR RES, SHELL SIZE 18, 

SPIN INSERTS 

EA 

■ 

2 

3 

PAOZZ 

59A0-00-813-0698 

MS250 36-101 

96906 

TERMINAL LUG, CRIMP STYLE, COP, 
INS, CLASS 1, NO. 22-18 AWG, 

NO. 6 STUD SIZE, RED 

EA 

2 

2 

A 

PAOZZ 

6U5-00-851-8505 

M5086-2-20-9 

813A9 

WIRE, ELEC, 600 V, COP, 
aircraft, lOS^’C, NO. 20 AWG 

IN 

V 

2 

5 

PAOZZ 

61A5-00-578-751A 

M5086-2-12-9 

81349 

WIRE, ELEC, 600 V, COP, 

AIRCRAFT, 105“C, NO. 12 AWG 

IN 

V 

2 

6 

PAOZZ 

59A0-00-U3-A77S 

MS250 36-156 

96906 

TERMINAL LUG, CRIMP STYLE. COP, 

INS, CLASS I, NO. 12-10 AMG, 

NO. 8 STUD SIZE, YELLOW 

EA 

18 

2 

7 

PAOZZ 

5940-00-1A3-A77A 

HS25036-153 

96906 

TERMINAL LUG, CRIMP STYLE, COP, 

INS, CLASS I, NO. 16-14 AWG, 

NO. 8 STUD SIZE, BLUR 

EA 

7 

2 

a 

PAOZZ 

6 lA 5-00-5 78-6605 

K5086-2-16-9 

81349 

WIRE, ELEC, 600 V, COP, 

AIRCRAFT, 105*C, NO. 16 AWG 

IK 

V 

l2 

9 

PAOZZ 

59A0-00-557-1629 

MS25036-1A9 

96906 

TERMINAL LUG, CRIMP STYLE, COP, 

INS, CUSS 1, NO. 22-18 AWG, 

NO. 8 STUD SIZE, RED 

EA 

IS 

L2 

10 

PAOZZ 

59AO-O0-1A3-A780 

MS250 36-108 

96906 

TERMINAL LUG, CRIMP STYLE, COP, 
INS, CUSS I, NO. 16-14 AWG, 

NO. 10 STUD SIZE, BLUE 

EA 

8 

L2 

11 

PAOZZ 

59A0-00-1A3-A771 

MS250 36-103 

96906 

TERMINAL LUG, CRIMP STYLE, COP, 
INS, CUSS 1, NO, 22-18 AWG, 

NO. 10 STUD SIZE, RED 

EA 

1 

2 

12 

PAOZZ 

59A0-00-1A3-A79A 

MS250 36-112 

96906 

TERMINAL LUG, CRIMP STYLE, COP, 
INS, CUSS I, NO. 12-10 AWG, 

NO. 10 STUD SIZE, YELLOW 

EA 

6 

L2 

13 

PAOZZ 

5935-00-A82-238A 

13216E6193-3 

9 7403 

CONNECTOR, RECEPTACLE, 

ELECTRICAL 

EA 

1 

L2 

lA 

PAOZZ 

5935-00-A82-2393 

13216E6193-5 

97403 

CONNECTOR, RECEPTACLE, 

ELECTRICAL 

EA 

1 

L2 

15 

PAOZZ 

5935-00-A82-2392 

13216B6193-1 

97403 

CONNECTOR, RLCEPTACLE, 

ELECTRICAL 

EA 

2 

L2 

16 

PAOZZ 

i935-00-A82-2391 

13216E6193-2 

97403 

CONNECTOR, RECEPTACLE, 

ELECTRICAL 

EA 

2 

L2 

17 

PAOZZ 

5935-00-482-2387 

13216E6193-4 

97403 

CONNECTOR, RECEPTACLE, 

ELECTRICAL 

BA 

1 











NATIONAL 

STOCK 


PART 


VSi M 


nF.SCniPTH)N 



Usable On Code 


TCUlMtl/vl. I.W., nn. Wi-.)A MIRF. 

TKKMinAI. I.lltL Ki). 22-18 WIRE 

TKRMItWl,, WtKK, J-IAG TYPE, TAB, 

Rc.f.F.rTAcrr, 

COtlNFCIflK, RECRPTACI.R, 

Et.KC l'K ICAI, 

WIRT., r.LF.i:, fiotw, CUP, 

AlUCHAKI', mve, 111), )M avkj 

STRAP, CABl.i;, ADJ, .SEl.F- 
LMlCllinn, i’lASTIC, type I, 
ClASS I, l-J/2 MAY RUHW.E niA, 
NATURAl. 

TbTlMJI/AI. MIG, NO. 12-10 WIRE 


WASIKR, MAT-RI), GS, CAD PI,, 

GEN PURPOSE, ,l5b ID x .312 OU X 
.035 THK 

SCREW, MACH, MAT CSK ItO, 100“ , 
CROSS KEC, CS, CAD PL, 

SO. G.32UNC2A x S/B IXJ 

SCREW, MACII-PAN HD, CROSS RKC, 

CS, CAD IM., l//» y 28UNP2A x 5/16 

!,<; 

MA.SIIER, LOCK-SPRING, HEL, REG SER 
CS, flAI) PL, I/A N(»l .SIZE 

NUT, .SELL-1. KG, ilPX, KEG lIGT. , 

250', STL, C:a 1) PL, NO, A-lJUttClB 



O •< 















7r~ 




NATIONAL 
SMR STOCK 
CODE NUMBER 


PART 

NUMBER 


description 


HP02Z 6150-00-577-7050 13216E6230 97403 

PA0Z2 J935-00-816-8645 «3106R20-15P 96906 

PAOZZ >145-00-578-7514 W086-2-12-9 81349 

MS3367.1.9 96906 

PAOZZ 5935-00-816-8646 MS3106R20-15S 96906 

I PAOZZ 6145-00-851-8505 M5036-2-20-9 8 I 349 


13216H6228 97403 


PAOZZ 5935-00-725-4153 MS3106R18-US 96906 
PAOZZ 5145-00-578-7514 K5086.2-12.9 8 I 349 


10 XBOZZ 


53367-1-9 96906 


U P*02Z 5935-00-838-3860 MS3100R-18-UP 96906 

12 PA022 5320-00-934-9758 KS35649-202 96906 

13 PA022 5310-00-045-3296 4835338-43 96906 

14 PA02Z 5340-00-598-0597 MS21919I!08 96906 

15 PAOZZ 5305-00-984.6211 4835207-264 96906 


16 XB022 6975-00-906-2414 1320888536 97403 

17 PA022 5305-01-025-3771 «S35206-217 95906 


Usable On Cf>dA 


COWRESSOR, 
MAMUPACTURE PRQH: 

CONHECTOR PLUG, ELEC.. STR 
«s.. SHKlt Slii ?o ' 

7-PIN socket 


^‘’pu^SS’ ** 

r t 1| cuss 1 . 

1-1/2 MAX. Wliai DU., MATtIRAI. 

COHNBCTC», PLUG, ELEC,, STR ka 

MS., SHELL 8KB 2 ^'* ** 

7-80CKBT INSERT 

!!J“2o‘5SS'' 1" 

MANUPACTUkB PRGH: 

PDIG. »UC., STR.. ] 

5 -SOCKET INSERT 

Wl^, ELEC., 600 V, COP. AIR- i 

105-c. TXPi’n, MO ^2 ’ 

S*'piAStS’ I 

?*f»,,^USTlC, TTPB I, cuss I 
1-1/2 MAX BUNDLE DIA., NATURAL 

COWJCTOR RECP, ELEC., WALL MIQ a 

SUPPORT, LOOP- »A 

TiPE, AIRCRAFT, AULY NON.vtrvr ^ 

MS, 1/2 HW WK OD * 

MC, EA 

LQ* D PL, NO. 10-32UNP2A X 5/8 



®1*AP, CASLS, SELP-CLINCHING BA 

^MW MACH-PAN HD, CROSS REC CS ita 
CAD PL, HO. 4-40UNC2A X 1/2 LG ’ ^ 


I 




ILLUSTRATION 


NATIONAL 

STOCK 


PART 


FSCM 


DESCRIPTION 



DESCRIPTION 

Usable On Code 

U/M 

QTY 

INC 

IN 

UNIT 

COVER, EI.EC CONN, RECP, AN TYFR, 
CPLG, SIZE 18, 1-1/8-18NEF2B 

EA 

4 

CASKET, RUB, SYN, 1.375 SQ X .031 
THE, NO. 18 SHELL SIZE 

EA 

1 

VJASHER, LOCK-SPRING, HEL, REG SER, 
CS, CAD PL, NO. 4 NOM SIZE 

EA 

4 

NUT, PUIN, HEX, MACH SCREW, CS, 

CAD PL, HO. 4-40UNC2B 

EA 

4 

NUT, PUIN, HEX, MACH. SCREW, CS, 
CAD PL, NO. 8-32UNC2B 

EA 

2 

CUMP, CUSHIONED, SUPPORT, LOOP- 
TYPE, AIRCRAFT, AL ALY, NON-FUEL 
RKS, 3/4 NOM TUBE OD 

EA 

1 

WASHER, LOCK- SPRING, HEL, REG SER, 
CS, CAD PL, No. 8 NOM SIZE 

CEA 

7 

SCREW, MACH-PAN HD, CROSS REC, CS, 
CAD PL, NO. 8-32UNC2A X 5/8 LG 

EA 

3 

MARKER STRIP, 4.34 IG 

EA 

1 

TERMINAL BOARD 

EA 

1 

SCREW, MACH-PAN HD, CROSS REC, 

CS, CAD PL, NO. 8-32UNC2A X 1 LG 

EA 

2 

MARKER STREP, 6.00 LG 

EA 

D 

TERMINAL BOARD 

EA 


WASHER, FUT-RD, CS, CAD PL, 

GEN PURPOSE, .188 ID X . 375 OD X 
.049 TH, BSC SIZE 

?A 


TERMINAL BOARD 

EA 

i 

JUMPER 

CA 

t 

SCREW, PAN HD, CROSS REC, CS, CAD 
PL, 8-32UNC2A X .625 LG 

EA 

2 

WASHER, LOCK-SPRING, HEL, REG SER, 
CS, CAD PL, NO. 8 NOM SIZE 

EA 

2 

NUT, HEX, NO. 8-32UNC2B 

EA 

2 
















[ILLUSTRAI ION 


national 



fig. 

NO. 

ITE.M 

NO. 

1 SMR 
CODE 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

14 

I 


i 

|13216E6156 

97403 

14 


2A\‘7.Z 

fir)80-0r>.0;i4-6()n| 

n2l6E6155 

97403 

14 

3 

PAOZZ 

5310-00-045-329^ 

MS35338-42 

96906 

14 

' i 

I 

PA,’; .- j’ 

1 

r 

:i:!05- (:'»-9e4-62fJ2j 

M.S35206.254 

96906 


description 

Usable On CoHp 

GROUP 05 SIGHT INDICATOR 

plate, mounting 
indicator, sight, liquid 
reg'^pr l^k-spring, helical, 

^ SER, cs, CAS PL, NO. 8 

ncm size 

^D^Pr CS, 

CAD PL, NO, 8-32UNCA X 2-1/4 LG 


QTY 
u/M me 
m 


Pifiuie 14. Gages - LioulH fimh* 







national 

stock I part, 
number number 


■ 


[mOR il03.00.W2.7598 1321686190-3 


12215182 


W 022 ssio-oo-sis-eosoLoo-s 


3695 M .19 


i 01-124 

4130-00-851-8110 40 
UO-00-915-4933 47-41-1 
PA0Z2 5305-01-005-3186 9UU6 

PA022 5310-00-477-0295 92-2 
PA022 

31873 

PA022 5305-00-775-9548 91.11.5 

PA022 5310-00-477-0294192-1 


6105 - 00 -« 76 - 676 sL 4 . 5 .j 
" 02 Z 7690 . 00 - 632.7502 L 2264 
3303-00-040-9838 91 - 109.7 

Ipaozj 3310-00-477-0343 92.44 
|m08Z 6103-00-763-4713 934324 

XB 022 

MYH57VW 

?A02Z ■ , ^ 

91-19-14 


description 

— — Uaabi e On Cnri^ 

®OUP 06 KUCTRIC MOTORS 

Soof 

» 3-PKA8K, 50/60 HKRTZ 

WT, SBLP-LKC HRX. 

8-32NC-2 

masher, FIAT 

BND BRLI., rear 


masher, thrust 

"MW!. MU. AKimUR „ 

KACH, BOO HO. NO, 4-40 X B* 


TKRMIMAL lug 


«*CH. HO. HO. 6-32 X ,* 

rof”*' “"'WAi. ixnH. ba 

CLAMP, LOOP I 

EA 

SXATOR. MOTOR I 

( EA 

“ 

-■ - BA 

PHOTECTOR, THBBJai, OVBUaAD ,4 

B* 

7 T'u'“="- NO. 8-32 X B* 

“Sms. LOCK, INrEBNAl IBETH B4 




NATIONAL 
SMR STOCK 
fig. I ITEM CODE NUMBER 
NO. NO. 


PART 

NUMBER 


65-283-1 


XBOZZ 6105-00-736-«»6<*0MVJ42WX 


3645B8-28 


91-18-U 


SR6P3-4 


X80ZZ 5970-00-451-8372 7910-3-5 
PAOZZ 5935-00-688-4026 HS3057-8A 
PAOZZ 5935-00-815-1136 MS3106R16S1P 96906 

414686-1 













SMR 

CODE 


NATIONAL 

STOCK 

NUMBER 


PART 

NUMBER 


FSCM 


DESCRIPTION 


QTY 


SMR 

CODE 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 

Usable On Code 

U/M 

INC 

IN 

UNIT 



13218S7S27 

97403 

PAM ASSEMBLY, BVAPOSATOR, 208 VOLT, 
THREE PHASE, 60 HERTZ, 

CONSISTING OF: 

EA 

1 



1321686140-3 

97403 

MOTOR, ALTERNATING CURRENT, SEE 
PIGURE 15 

EA 

1 


»S05~00-S8»~3001 

K83S206-231 

96906 

SCREW, MACH-PAN HD, CROSS REC, 

CS, CAD PL, NO. 6-32UNC2A X 

5/8 LG 

EA 

4 


(3ii9^>00-082-14l)4 

SS2n83-6 

96906 

WASHER, PUT RD, CS, CAD PL, 

.156 ID X .375 OD X .049 THK 

rj\. 

3 

XSOSE 


13216B6149-2 

97403 

STRAP, FAN, CENTRIFUGAL 

EA 

1 



132I6B5915 

97403 

INLET, FAN, CENTRIFUGAL 

EA 

1 

PAOCE 


HS18063-14 

96906 

SETSCREW, HEX SOC, FP, 250®F, 
SELF LKG, CAD PL, 1/4-28UNF2A X 
1/4 LG 

EA 

1 



13216B6142-2 

97403 

SHAFT, EVAPORATOR FAN AND MOTOR 

EA 

1 

PA(»£ 

HW-00-44B-3228 

13216B5909 

97403 

IMPELLER, FAN, CENTRIFUGAL 

EA 

1 

XBOCZ 


13216E5913 

97403 

flange, fan, centrifugal 

EA 

1 



132X6B6150-2 

97403 

STRAP, FAN, CENTRIFUGAL 

EA 

1 

IBOZZ 


13216E5914 

97403 

INLET, FAN, CENTRIFUGAL 

EA 

1 

PAOZZ 

S310-00-811-3A94 

KS21044N08 

96906 

NUT, SELF-LRG, HEX, REG HOT, 
250“F, CAD PL, NO. 8-32UNC3D 

EA 

12 

XBOZZ 


13216E5906 

97403 

BASE, EVAPORATOR FAN AND MOTOR 

BA 

1 

SLBOZZ 


1321685912 

97403 

FUNGE, FAN, CENTRIFUGAL 

EA 

1 

PAOZZ 

5305-00-063-3503 

MS 2469 3S 50 

96906 

SCREW, MACH, F1.AT CSK HD, 100°, 
CROSS REC, CS, CAD PL, 

NO. 8-32UNC2A X 1/2 LG 

EA 

4 

XBOZZ 


1321685911 

97403 

HOUSING, FAN, CENTRIFUGAL 

EA 

1 

I 

5305-00-068-0505 

MS90726-5 

96906 

SCREW, CAP, HEX HD, MED CS, 

CAD PL, 1/4-28UNF-2A X 5/8 LG 

EA 

4 

1 

5310-00-582-5965 

MS35338-44 

96906 

WASHER, LOCK-SPRING, HELICAL 

REG SER, CS, CAD PL, 1/4 NOM SIZ 

EA 

I 

4 

1 

5305-00-978-9371 

MS16997-33 

96906 

SCREW, CAP, SOC HD, HEX, ALY STL, 
CAD PL, NO. 8-32UNC3A X 5/8 LG 

EA 

4 

PAOZZ 

5310-00-045-3299 

MS35338-42 

96906 

washer, LOCK-SPRING, HELICAL REG 
SER, CS, CAD PL, NO. 8 NOM SIZE 

EA 

12 

PAOZZ 

5305-00-063-3503 

MS24693S50 

96906 

SCREW, FUT, CSK HD, 100% CROSS 
REC, CS, CAD PL, NO. 8-32UNC2A X 
.500 LG 

EA 

8 











ILLUSTRATION 


FIG. 

NO. 

ITEM 

NO. 

16 

23 

16 

24 

16 

25 

16 

26 

16 

27 

16 

28 



NATIONAL 

STOCK 

NUMBER 


PAOZZ 530S-00-984»6194 MS35206-246 


13216E5896 


PAQZZ 6305-00-984-6195 MS35206.247 



PART 

NUMBER 


1321686115-3 97403 

13216E6115-6 97403 


13216E6116-2 97403 


DESCRIPTION 

Usable On Code 


MOUWr, RESIHEHT, 3 LB EA 

MOUNT, RESILIENT, 7 LB EA 

SCREW, MACU-PAN HD, CROSS REC, EA 

CS, CAD PL, SO. 8-32UNC2A X 5/8 LG 

BRACKET EA 

BRACKET, 3.50 LG EA 

SCREW, MACH-PAN HD, CROSS REC, CS, EA 

CAD PL, NO. 8-32UNC2A X 3/4 LG 








rM 54120-352-24P 


rLLUSTRATION NATIONAL 

■7; SMR STOCK PART FSCM 

FIG. ITEM CODE NUMBER NUMBER 

NO. NO, 


description 


1 hmz 


Usable On CodP 


QTY 
U/M INC 
IN 


i-12l6E5905 97A03 

n 2 I.B022 «1«0-01-(U0-H80 13216E5906 9,403 

17 3 M0Z2 5303-0l-00!-439«Ui8O65-l4 969 O 6 

XB0Z2 3040-00-613-3474 13216f:6134 97403 

rXOFZ 5105-00-192-7598 13216E6160-3 97403 

I 

5305-00-267-8975 MS90726.9 95905 

mzz 5310 - 00 - 809-4058 MS27183-10 95905 

XBOZZ 

13216E6129 97403 

78022 5305-00-267-8974 0726-8 ,6906 

PAOZZ 5310-00-582-5965 MS35338.44 95905 

PAOZZ 5310-00-256-5479 13216E6138-1 97403 

XBOZZ 

13216E6131-3 97403 

7*022 5305-00-984-6193 „S33206-’45 ,6906 

7*022 5310-00-821-2366 1321423469 97403 

132 16E5917 97403 

t^AOZZ 5310-00-045-3299 M.S35338-42 95905 

PAOZZ ^305-00-063-3503 H824693S50 96906 


I13216E5905 97403 HOUSING, FAN, AXIAL 

13216E5906 97403 IMPELLER, FAN. AXIAL 


SETSCREW, HEX SOC, FUT PT, 250"F EA 
SELF-LKG, STL, CAD PL. ‘ ^ 

1/4-28UNF3A X 1/4 LG 

COLUR 

BA 

MOTOR, ALTERNATING CURRENT vt 

208 VAC, SEE FIGURE 15 ’ “ 

SCREW, CAP, HEXAGON HEAD, STL Pi 

?“/8 li ““ i “ 

^0 PL, .28UD EA 

X .625 OD X ,065 THK, BSC SIZE 

I PLATE, MOTOR MOUNTING ^ 

CAP HEX HD, MED, CS, CAD EA 
PL, 1/4-28UNF2A X 1 LG 

WASHER, LOCK-SPRING, HEL. CS pa 

CAD PL, 1/4 NOM SIZE ’ ’ 

WASHER, .62 OD 

EA 

BUSHING, ,257 ID ^ 

SCREW mACH-PAN HD, CROSS REC. EA 
CAD PL, NO. 8-32UNC2A X 1/2 

WASHER, flat, RD 

£A 

inlet, FAN, AXIAL ^ 

'•ra-SPRINO, HELICAL, u 

REO^SER. CS, CAD PL, NO, 8 NOM 

NO, 8.32UNC2A X 1/2 LG 






NATIONAL 

iM STOCK PART 

^ CODE number number 


Ifscm 


description 


18 12 

«8 U 


.Usable On Cnri«> 


Uo-<, 1^,4S.2X3, U208E4182-3 „403 rr""" " COKPOfflNTS 


53-000034-002 
53-000242-000 
I 53-000202-000 
HS35333-37 

MS3102R20-15P 

I 53-000203-000 
53-000259-000 
53-000125-000 

01-004897-001 

MS51992-9 


5310-00-167-0767 Al(970-5 

PAOZZ 3310-00-401.336J U2UB6170 
IPAOZZ 

13211E8166 

XB02Z 

I 13216E3659 
13214E3476 


driven, 

1208-VOLT, 60 HERTZ, 3-PHASE 
CONSISTING OP: * 

U I COVER, TERMINAL BOX 

gasket, terminal box cover 

1 SCREW, TRUSS HD, 6-32 X 3/8 LG 

‘ external 

iOOTH, NO. 6 NOM. SIZE 

> CONNECTOR, RECEPTACLE, ELECTRIC 
BOX MOUNTING 6i.at,rRic, 

SCREW, PAN HEAD, 4-40 X 1/2 LG 
STOP NUT, ELASTIC, NO. 4-40 

>ro!^205®^ - 240V. CHROMALUX, 

( ' grommet, 1/4 ID 

washer, PUT, 5/16 X .063 

®^ST0MER COMPOUND ASTM 
D2000, TYPE BG 715-020^’ ™ 

SCREW, SHOULMR 


97403 SPACER 
WASHER 





ILLUSTRATION 


NATIONAL 

STOCK 

NUMBER 

PART 

NUMBER 

FSCM 

DESCRIPTION 

Usable On Code 

U/M 

QTY 

INC 

IN 

UNIT 

FIO. 

NO. 

ITEM 

NO. 

bl«lK 

CODE 

19 

1 

PAF22 

U 730-00-263-6460 

1 

MS35929-2 

96906 

TEE, TUBE, STR, SOLDER JOINT, 
REFRIGERATION, COP, 1/4 SIZE 

■ 

EA 

— 

1 

19 

2 

PA0Z2 

5340-00-565-000^ 

MS21919DG10 

96906 

CUMP, CUSHIONED, SUPPORT, I.OOP- 
TYPE, AIRCRAFT, At. ALY, NON-FimL 

RES, 5/8 NOM TUBE OD 

EA 

1 

19 

3 

PA022 

5310-00-045-3299 

MS35338-42 

96906 

WASHER, LOCK-SPRING, HELICAL, REG 

SER, CS, CAD PL, NO. 8 NOM SIZE 

EA 

6 

19 

U 

PA02Z 

5305-00-984-6194 

MS35206-246 

96906 

SCREW, MACH-PAN ilD, CROSS RI-C, CS, 
CAD PL, NO, 8-32 UNC2A X 5/8 LG 

ea 

1 

19 

5 

PAFZZ 

4120 -00-073-8405 

13211E8369 

97403 

VALVE, PRESSURE RELIEF 

EA 

1 

19 

6 

PAFZ2 

4730-00-722-2381 

13216E6170 

97403 

ADAPTER, STRAIGHT, PIPE TO TUBE 

EA 

1 

19 

7 

PAF22 


AS'mB280 

81346 

TUBE, COPPER, SEAMLESS, AIR CONDI- 
TIONING, 1/4 STD SIZE X .030 WALL 

THK 

IN 

V 

19 

8 

PBF22 

^ 820-01-01 5-6690 

l3219E949g-l 

97403 

VALVE, SERVICE 

U 

2 

19 

9 

PB02Z 


13219E9540 

97403 

CAP AND CHAIN 

EA 

2 

19 

10 

PA022 

5310-00-821-2366 

13214E3469 

97403 

WASHER, FUT, RD, STEEL, .200 ID 

X .620 OD 

U 

2 

19 

11 

PAFZZ 

4730-00-818-5201 

n2l6E6l90-2 

97403 

ELBOW, TUBE, 3/8 N»J ID 

EA 

I 

19 

u 

PAOZ2 

5310-00-809-8544 

MS27183-7 

96906 

WASHER, FUT, RD, CS, CAD PL, 

. 188 ID X . 375 OD X .049 THK 

EA 

2 

19 

u 

PA0Z2 

5305-00-984-6195 

MS35206-247 

96906 

SCREW, MACH, PAN HD, CROSS REC, 

CS, CAD PL, NO. 8-32UNCM X 3/4 1X3 

EA 

1 

19 

u 

PAOZ2 

5310-00-056-3395 

MS35649-2252 

96906 

NUT, PUIN, HEX, MACH SCREW, CS, 

CAD PL, 1/4-20 UNC2B 

EA 

2 

19 

IS 

PAOZZ 

5310-00-582-5965 

MS35338-44 

96906 

WASHER, LOCK-SPRING, HELICAL, REG 
SER, CS, CAD PL, 1/4 NOM SIZE 

EA 

2 

19 

u 

PBFZZ 

4130-00-4Ci6-8043 

13216E6128 

97403 

CYLINDER ASSEMBLY, ACTUATING, 

LINEAR 

EA 

1 

19 

1? 

PAFZZ 


ASTMB280 

81346 

TUBE, COPPER, SEAMLESS, AIR CON- 
DITIONING, 1/2 STD SIZE X .032 

WALL THK 

IN 

V 

19 

18 

PAOZZ 

5340-00.664-8144 

MS21919DH16 

96906 

CLAMP, CUSHIONED, SUPPORT, LOOP- 
TYPE, AIRCRAFT, AL ALY, HIGH TEMP, 

1 NfW TUBE OD 

EA 

2 

19 

19 

PA022 

5305-00-063-3503 

MS24693S50 

96906 

SCREW, MACH, FUT, CSK HD, 100% 
CROSS REC, CS, CAD PL, 

NO. 8-32 UNC2A X 1/2 LG 

EA 

6 












NATIONAL 

STOCK 

NUMBER 


PART 

NUMBER 


FSC 


DESCRIPTION 


SMR 

CODE 


M 


U/M 


Usable On Code 


QT 
IN 
IN 

UNIT 


20 

21 


PAFZ2. 

PAI-ZZ 


4130-01-048-2158 


13216E5921 

ASTM3280 


97403 

81346 


22 

PAFZZ 


132161:5943 

97403 

23 

PAFZZ 


MS35872-2 

96906 

24 

PAFZZ 

4820-00-242-2985 

13216R6160-1 

97403 

25 

XBOZZ 


MS3367-3-9 

96906 

26 

PAOZZ 

5340-01-047-2064 

13216E6157-3 

97403 

27 

PAFZZ 


13216E5918-1 

97403 

28 

PAOZZ 


MS24693S54 

96906 

29 

X80ZZ 


13216E6159-4 

97403 

30 

PAOZZ 


MS24b93S60 

96906 

31 

XHOZZ 


13216E6159-2 

97403 

32 

XBOZZ 


13216E6162 

97403 

33 

PAFZZ 


1 32 16E6 174-1 

97403 

34 

PAOZZ 


MS21045-08 

96906 

35 

PAFZZ 


13211E3799-1 

97403 

36 

PAFZZ 


13216E6171 

97403 

37 

PAOZZ 

5340-00-283-0649 

MS21919DG7 

96906 

38 

XBOZZ 


13216F.6159-3 

97403 

39 

PAOZZ 

5305-00-984-6197 

MS35206-249 

96906 


BULB WELL EA 

TUBE, COPPER, SEAMLESS, AIR CON- IN 

DITIONING, 3/8 STD SIZE X .032 
WALL TUK 

ELBOW, SWIVEL NUT I EA 

PURE NUT, REIHIGERATION, BRASS, 1 EA 

1/4 NOM FLARE SIZE 

VALVE, EXPANSION, I TON CAPACITY | EA 

STRAP, CABLE, ADJ, SEL F -CL INCHI NG, | EA 
PLASTIC, TYPE I, CLASS I, 3-1/2 
MAX BUNDLE DIA . 

CLAMP, MOUNTING, 2,82 LG 1 EA 

DEHYDRATOR, DESSICANT, REFRIGER- 1 EA 
ANT, 4.25 LG 

SCREW, MACH, ITAT CSK IID, 100*, | EA 

CROSS REC, CS, CAD PL, 

NO. 8-32 UNC2A X I LG 

POST, SPACER, .69 LG i EA 

SCREW, MACH-PAN HD, CROSS-REC, CS, | EA 
CAD PL, NO. 8-32 UNC2A X 1-3/4 LG 

POST, SPACER I EA 

BRACKET PUTB, VALVE MOUNTING | EA 

VALVE, EXPANSION, 1/4 TON NOM | EA 
CAPACITY 

NUT, SELF-LOCKING, HEX, REG HGT, | EA 
450‘'F, NO. 8-32 UNC2A 

BUSHING, FLUSH, 3/8 OD X .38 LG 1 EA 

REGULATOR, FLUID PRESSURE I EA 

CLAMP, CUSHIONED, SUPPORT, LOOP- I EA 
TYPE, AIRCRAFT, AL ALY, NON-FUEL 
RES, 7/16 NOM TUBE OD 

POST, SPACER, .41 LG I EA 

SCREW, MACH-PAN HD, CROSS REC, CS, | EA 
CAD PL, NO. 8-32 UNC2A X 1 LG 


U 










JM &4120-352'24P 


illustration 


fig. 

NO. 


19 


19 


19 


47 


PART I FSCM 

number 


description 


_Usable On Cnrio 


U/M| INC 
IN 
UNIT 


PA022 5325-00-185-0012 MS35489-35 
PAF22 4810-00-190-7941 13216E6172-1 


96906 

97403 


grommet, rubber, split 


PA022|5935-00.482-2389 13216E6173 
PAF22 4810-00-493-1844 13216E6158 
PA022 5325-00-263-6632 MS35489.6 


^KZz\ 

13216E5941 

PA022 53<,5-00-984.«i93Ls352„5.j^5 


PA02Z 5935-00-482-2389 
PAFZ2 4810-00-493-1844 
PAOZZ 5325-00-263-6632 


I ^^30-00-818-7778 
PAFZZ 4730-00-815-5672 

PAOZZ 

I PAFZZ 14730-00-254-6449 


PAFZZ 


36 PAOZZ 


^730-00-815-5664 


5325-00-185-0004 


132UE4043-6 

132UE4043-16 

MS35919-22 

13216E6190-3 

132UE4043-7 

|mS35489-40 


SOLENOID VALVE, WITH LEADS 
CONSISTING OP! » 


CONNECTOR, PLUG, ELEC 
VALVE, SOLENOID 


97403 

96906 


^TOL RES, 3/4 GROOVE DIA 16 

groove KIDTH, 1/4 


bracket, valve mounting 


PAFZZ 4810-00-236-9059 13216E6172.2 


97403 




13216E6173 97403 
13216E6158 97403 
MS35489-6 96906 




CONNECTOR, PLUG. ELEC 
VALVE, SOLENOID 


oil' *>«> cooJea 

«“-S, 3/4 GROOVE DIA 16 “ 

WIWH, 1/4 HOLE DIa’ 


TEE, 3/8 X 3/8 X I /4 NOM SIZE 
tee, 1/2 X 1/4 X 1/2 NOM SIZE 
adapter, STRAIGHT, PIPE TO TUBE 
ELBOW, TUBE, I /2 NOM ID 
tee, 3/8 X 1/4 X 3/8 NOM SIZE 

groiwbt, rubber, split 




TS 4120<352<24P/20 


Figure 20, Refrigeration Components — Condenser Coil and Receiver 


COIL« CONWNSER Umi ANGLE 


E 


HASHER, LOCK-SPRING, HELICAL, E 

C8, CAD PL, NO. 10 NOM SIZE 

SCRIM, MACH-PAH HD, CR08S-REC, I 

CS, DAC PL, NO. 10-32UMFZA X 
5/8 LG 

COOPLIMG, TUBE, WITH STUD, SOLDER E 
JOINT, RIP 

TUBE, COP, SEAMLESS, AIR COHDI- 
TIONER, t/4 STD SIZE X .030 UALL 
THE 

SGRKM, MACH, PLAT, CSK HD, 100'“ , 
CROSS RBC, CS, CAD PL, 

NO. 802UNC2A X 1/2 LG 

CLAMP, MOUKIING, 3.42 LG 

RECEim, LIQUID REFRIGERANT, 

4.50 LG 

SCREW, MACH, PUT CSK HD, 100'’, 

CROSS REC, CS, CAD PL, 

NO. 8-32UNC2A X 1/2 LG 











TM 5412a^352-24P 


LLUSTRATION NATIONAL 

SMR STOCK 

FIG. ITEM CODE NUMBER 
NO. NO. 


PART 

FSCM 

DESCRIPTION 

U/M 

NUMBER 


Usable On Code 



13216E5897 97403 

MS3S206-247 96906 

MS3533B-42 96906 

WW-C-440 81348 

13216B6151-4 97403 

MS35929-2 96906 

13216E6151-5 97403 

13216B6151-1 97403 

HS27183-41 96906 

13220E1352 97403 

13220EU45 97403 


COIL, EVAPORATOR, WITH AIJGLB 

SCREW, MACH-PAN HD, CROSS REC, 

CS, CAD PL, NO. 8-32UNC2A X 
3/4 LG 

WASHER, LOCK-SPRING, HELICAL, BA 

CS, CAD PL, HO. 8 ROM SIZE 

CLAMP, HOSE, SPRING, SELF-TIGHT- EA 

BNING, STL, CAD PL, 7/16 NOM SUE 

TUBING, FLEXIBLE, .500 OD WALL ! 

X 10.00 LG 

TEE, TUBE, STRAIGHT, SOLDER JOINT ,| EA 
REFRIGERATION, COP, 1/4 SIZE ' 

TUBING, FLEXIBLE, .500 OD X .094 BA 

WALL X 10.75 LG I 

TUBING, flexible, .500 OD X ,094 BA 

WALL X 2 LO ' 

WASHER, FLAT, RD, STL, CAD PL N0.8 KA 

MIST ELIMINATOK EA 

HOLDER, MIST ELIMINATOR EA 

















SMR 

CODE 


NATIONAL 

STOCK 

NUMBER 


PART 

NUMBER 


FSCM 


DESCRIPTION 


Usable On Code 







GROUP 08 HEATING ELEMEOTS 

XBOZZ 


13216E5899 

97403 

MOWrtlNG BRACKET, HEATER 

PAOZZ 

5305-00~984-6194 

MS35206-246 

96906 

SCREW, MACH-PAN HD, CROSS REC, 

CS, CAD PL, NO. 8-32UNC2A X 

5/8 LG 

PAOZZ 

5310-00-045-3299 

MS35338-42 

96906 

MASHER, LOCK-SPRING, HELICAL, CS, 

CAD PL, NO. 8 NOM SIZE 

PBOZZ 

4540-00-444-7116 

13216E6124-2 

97403 

HEATING ELEMENT, ELECTRICAL, 120- 
IVOLT 

XBOZZ 


13216E5902 

97403 

SUPPORT, HEATER 

PAOZZ 

5310-00-809-8544 

MS27183-7 

96906 

HASHER, FLAT-RD, CS, CAD PL, 

.188 ID X .375 OD X .049 THK, 

BSC SIZE 

PAOZZ 

5325-01-^05-2361 

il32l9B2889-l 

97403 

GROMMET, RUBBER 

PAOZZ 

5325-00-174-5317 

MS35490-4 

96906 

GROJtffiT, RUBBER, SPLIT, 1/16 

GROOVE W X 5/16 GROOVE DIA X 3/16 














Figure 23. Air Filter 
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S6 



5305-01-005-3186 

IS 

8 

5340-01-047-2064 

19 

26 

5325-01-005-4098 

11 

3 

4130-01-048-2139 

18 

1 

5305-01-005-4394 

17 

3 

4130-01-04B-215B 

19 

20 

5945-00-007-7669 

8 

32 

4130-01-048-5563 

7 


4820-01-015-6690 

19 

8 

5305-00-051-2355 

19 

30 

5305-01-025-5771 

13 

17 

5355-00-051-9146 

7 

29 

4130-01-028-6816 

1 

25 

5310-00-056-3395 

19 

14 

4130-01-028-6817 

1 

22 

5305-00-063-3503 

7 

4 

4140-01-030-7480 

17 

2 


9 

1 

4130-01-031-4620 

21 

10 


16 

16 

6150-01-033-8700 

7 

39 


16 

22 

5910-01-034-9282 

6 

11 


17 

17 

5905-01-040-7881 

6 

12 


19 

19 

5305-00-040-9858 

15 

16 


20 

6 

5340-01-042-5759 

3 

27 


20 

9 

5310-00-045-3296 

13 

13 

5310-00-068-0054 

3 

23 


20 

2 

5305-00-068-0505 

16 

18 

5310-00-045-3299 

1 

26 

4120-00-073-8406 

19 

5 


3 

2 

5330-00-079-7840 

13 

19 


4 

2 

5310-00-081-8087 

3 

18 


6 

2 


7 

Vt 


7 

62 


8 

4 


8 

29 


12 

«9 


13 

24 

5315-00-082-1404 

16 

4 


13 

35 

5915-00-099-0541 

6 

•9 


14 

3 

5340-00-106-0553 

8 

13 


16 

21 

5975-00-133-8696 

6 

13 


17 

16 

5940-00-143-4771 

12 

11 


19 

3 

5940-00-143-4774 

7 

58 


21 

3 


9 

3 


22 

3 


9 

9 

5310-00-045-4007 

9 

6 


9 

14 


10 

4 


9 

Id 


57 



PIC. 

NO. 


ITEM 

NO. 


PIC, 

NO. 


STOCK N umber 

59<i 0-00-143-4 774 

5940-00-143-4775 

5940-00-143-4780 

5940-00-143-4794 

5940-00-150-4682 

5310-00-167-0767 

5310-00-167-0832 

5325-00-174-5317 

9905-00-183-6612 

9905-00-183-6658 

9905-00-183-6659 

9905-00-183-6664 

5325-00-185-0004 

5325-00-185-0012 

4820-00-185-7659 

4130-00-188-1705 

4730-00-189-2737 

4810-00-190-7941 

5930-00-190-8729 

5930-00-190-8730 

5940-00-191-3215 

6105-00-192-7598 



16 

2 


17 

5 

4730-00-202-7757 

21 

4 

5325-00-231-6589 

4 

6 

5925-00-236-2349 

7 

17 

59 30-00-236-2351 

7 

16 

4810-00-236-9059 

19 

47 

4830-00-242-2985 

19 

24 

5325-00-248-6694 

1 


4 730-00-254-64 49 

19 

54 

5310-00-256-5479 

17 

U 


STOCK NUMBER 

PIC. 

NO. 

4730-00-257-2163 

21 

4730-00-263-6460 

19 

5325-00-263-6632 

19 


19 

4730-00-264-9151 

20 

5305-00-267-8974 

17 

5305-00-267-9875 

17 

5305-00-269-2807 

3 

5325-00-276-4946 

. 4 

5325-00-276-4953 

4 

5340-00-283-0649 

19 

5325-00-286-6047 

7 

5345-00-286-7034 

4 

5330-00-331-2557 

1 

5930-00-357-6090 

9 

5310-00-401-3365 

18 

5925-00-406-9653 

8 

5940-00-432-2660 

7 

7690-00-432-7502 

15 

4540-00-444-7116 

22 

9330-00-445-7017 

21 

9330-00-445—7018 

21 

9330-00-445-7019 

21 

4130-00-446-8043 

19 

4130-00-446-8044 

21 

4130-00-448-3227 

3 

4140-00-448-3228 

16 

5975-00-451-5001 

19 

5970-00-451-8372 

15 

5305-00-460-4589 

7 

4130-00-469-7686 

23 

5355-00-470-1698 

7 

6105-00-476-6769 

15 

5310-00-477-0294 

t C 


5310*00-477-0345 

15 

17 

6145-00-578-6602 

7 

50 

5935-00-482-2384 

12 

13 


12 

12 

5930-00-482-2385 

7 

15 

6145-00-578-6605 

7 

32 

5930-00-482-2386 

10 

3 


7 

35 

5935-00-482-2387 

12 

17 


7 

38 

5935-00-482-2388 

7 

55 


7 

51 

5935-00-492-2389 

19 

42 


9 

4 


19 

46 


9 

10 

5935-00-482-2390 

12 

21 


9 

15 

5935-00-482-2392 

12 

15 


9 

19 

5935-00-482-2393 

12 

14 


12 

8 

5945-00-482-5770 

B 

1 

6145-00-578-7514 

7 

52 

5930-00-482-5774 

7 

14 


12 

5 

5930-00-482-5780 

10 

1 


13 

a 

4810-00-493-1844 

19 

43 


13 

9 


19 

49 

5310-00-582-5965 

12 

28 

5935-00-500-5008 

8 

24 


16 

19 

5330-00-508-0753 

8 

20 


17 

10 

5310-00-515-8058 

15 

3 


19 

15 

5310-00-543-2410 

13 

20 

3340-00-598-0597 

13 

14 

5340-00-543-4394 

7 

63 

3040-00-613-5474 

17 

4 

5945-00-549-6348 

8 

5 

5310-00-616-2589 

2 

12 

5355-00-556-0145 

7 

28 

5340-00-664-8144 

19 

18 

5940-00-557-1629 

6 

4 

5340-00-682-1617 

13 

23 


7 

41 

5935-00-689-4026 

15 

28 


7 

45 

5961-00-689-3166 

6 

10 


7 

57 

4730-00-722-2381 

19 

6 


12 

9 

5935-00-725-4153 

13 

8 

5310*00-559-0070 

7 

2 

5340-00-726-9819 

3 

1 

5340-00-565-0004 

19 

2 

5310-00-728-5519 

2 

5 

5340-00-565-0011 

7 

60 

6105-00-736-4640 

15 

23 

5310-00-566-9504 

3 

31 

6105-00-763-4713 

15 

18 

6150-00-577-7050 

13 

1 

5310-00-765-3197 

21 

9 


59 


HI 


5310-00-809-4058 

17 

7 


7 

46 

5310-00-809-8544 

7 

3 


7 

49 


8 

7 


12 

4 


13 

31 


13 

6 


19 

12 

5310-00-355-1205 

1 

19 


22 

6 

5305-00-865-3895 

7 

20 

5310-00-811-3494 

8 

10 

5310-00-865-9818 

2 

4 


16 

13 

5310-00-877-5797 

3 

24 

5310-00-811-6419 

8 

18 


8 

15 

5940-00-813-0698 

12 

3 

5310-00-889-2549 

19 

34 

5935-00-815-1136 

15 

29 

5305-00-889-3000 

10 

5 

4730-00-815-5664 

19 

55 

5305-00-889-3001 

16 

3 

4730-00-815-5672 

19 

52 

5975-00-906-2414 

13 

16 

5935-00-816-8645 

13 

2 

5999-00-914-2318 

7 

31 

5935-00-816-8646 

13 

5 


7 

34 

4730-00-818-5201 

19 

11 


7 

37 

4730-00-818-7778 

19 

51 


7 

54 

5310-00-821-2366 

4 

3 


9 

8 


17 

14 


9 

13 


19 

10 


9 

20 

4730-00-822-1274 

19 

36 


12 

18 

5310-00-823-8804 

8 

14 

3110-00-915-4933 

15 

7 

4130-00-824-9197 

19 

27 

5310-00-917-6365 

8 

6 

5940-00-836-0358 

12 

19 

5310-00-917-8592 

3 

21 

5305-00-837-3343 

7 

7 

2590-00-923-8544 

1 

20 


8 

28 

5340-00-923-8544 

3 

5 


11 

1 

6680-00-929-6667 

14 

2 

5935-00-838-3860 

12 

2 

5320-00-932-1972 

5 

2 


13 

11 

5310-00-934-9739 

n 

21 

5935-00-849-1713 

10 

2 

5310-00-934-9757 

3 

16 

5305-00-851-2287 

7 

22 


7 

1 

4130-00-851-8110 

15 

7 


8 

30 


60 



STOCK NUMBER 

FIG. 

WO. 

ITEM 

WO. 

STOCK NUMBER 

FIG. 

NO. 

ITEI 

NO, 

5310-00-934-9757 

13 

36 

5305-00-984-6193 
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